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Exterior - Profile & Contour 
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Exterior - Profile & Contour 



Ref No. Part No. Item Description 

1 (a) GR05I96000 Graphic - Green 

(b) GR08599000 Graphic -Aqua Blue 

(c) GR08593000 Graphic - Slate Red 

2 Selection Panel - See Page 1 9 

3 ME0528I00I Foot 

4 PL05 1 77000 Funnel* 

5 PL00228000 Hose Clamp* 

6 SIO I 142960 Silicone Pipe - 12mm i.d* 

7 I EVERPURE 700 Everpure Water Filter Kit -Where Fitted* 

8 I BRITA SF700 Brita Water Filter Kit - Where Fitted* 

9 ME0 1 274000 Foot 

10 (a) MT05484000 Kick Plate - Profile 
(b) MT05483000 Kick Plate - Contour 

I I (a) ME05378000 Lock 

(b) MT05222000 Lock Cam 

12 (a) PL05355000 Base Cab Shelf Top 

(b) PL05356000 Base Cab Shelf Btm. Moulding 

13 (a) PL05353000 Base Cab Top - Profile 

(b) PL05352000 Base Cab Top - Contour 

(c) PL05354000 Base Cab In-fill Moulding 

14 PL05I89000 Drip Tray 

15 MT05429000 Drip Tray Grill 

16 (a) I CUPSTANDKIT Cup Stand Assembly 

(b) PL04589000 Cup Stand - Moulded 

(c) MT07I56000 Cup Stand Support Bracket 

(d) MT07 1 57000 Cup Stand Bracket - Removable 

(e) FA0 1 4 1 6000 Knurled Thumb Nut 

1 7 PL05 1 88B00 Door Moulding - Black 

1 8 Lock - See Page I I 



Fitted inside base cabinet 
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Interior - Profile 



Ref No. 


Part No 


1 1"<^ m Df^c /- i-i ntinn 

1 LCI II IL/IIUII 


1 

1 


PI 0"i 1 89000 
r luj i o/uw 


lirir* Ti rav 
\—s lip II dV 




(x\ PI 0486^000 


i iir\ Rinc _ ml - 
\_up 1X11 lg OUUdL 




(h\ PI 04864000 
iui runooiuuu 


i 1 1 r\ R i n o _ Tci 1 

v-UU WW lg Idll 


J 


MF0I 106001 

1 1 LU 1 1 UOUv 1 


i 1 1 r> |j x~r\ v\ 1 Inlt - _ \oo P^cto ^ 1 
<uUU \—s \ \J p ui ml jcc rdgc J i 


4 


MFD4A7 1000 


v„up lurrei Mbiciiiuiy 


■j 


pi on i ^ooo 

r i_v i j i juuu 


P^nictor _ ^ 1 Amm 
V— at IliLcl J 1 Of 1 Ml 1 


D 


Fl 1 1 57000 

LLU 1 IJ/ UUu 


Dnnr ^witrh - On/Off 

L/UUI OWILL.I1 ^u/ll/^u/ll 


7 


WFO 1 1 76000 

T T 1 V 1 1 / WVVV 


Filter Paner 

1 1 1 1 1 CLLjy^l 


Q 
o 


MF0 1 849000 


'R' Clin 
r\ 1 1 p 


9 

7 


PI 09766000 


l^rt ni or - / Slim m 


1 

1 \J 


m i no^ i 54000 


I'm ^ i n 1 <^\<^\ m _ Sicn^i 
1 lalll LUUI 1 1 Olgl lai 




(b) LO05 1 5000 1 


Main Loom - Power 


1 1 




Freshbrew Canister Assly - See Page 29 


12 


MEOI 159000 


Vend King Brewer - See Page 41 


13 


PL05226000 


Freshbrew Waste Bucket 


14 


ME0528I00I 


Foot 


15 


MT05429000 


Drip Tray Grill 
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Interior - Profile 
(Covers Removed) 
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Interior - Profile 
(Covers Removed) 



Ref No 


Part No 


Itpm DpscHntion 

Ittlll 


I 

1 




P^l 1 A<;<;pmhlv - ^pp Pnop 
ro^j r^bbci i iuiy jcc rage jj 


2 




Di^npn^p WpaH A^pmhlv - ^pp Pac?p 9^ 

L/iouci IjC i icau rvooc 1 1 iui v jcc i age x. .J 


J 




Nlivincy Svctpm _ Spp Puctp vX 

1 1 1 A.I 1 Ig JVj LCI II Jcc r age Z. J 


4 


in^ MO099 1 0000 

lal 1 1 wUIZ 1 uuuu 


InoT'Oniofrr M r^tr^i i* _ 1 40 rnm 

1 1 Igl cUICl 1 L 1 lULUl 1 i\J IUII1 




Cbl MO022 1 1 000 


Incrrpdipnt Motor - 80 rnm 






R^ilpf* Accpmh u _ \pp P^ctp / 1 
ljchici rAiicMiuiy occ rage z. i 


6 


(a) EL00094000 


I.O. Board - 38 O/P 




(b) EL00094R00 


I.O. Board - Service Exchange 


7 


ME05260000 


Swirl Pipe 


8 


MT04 147000 


Brewer Side Tray 


9 




Brewer Module Assembly - See Page 39 


10 


VA02567000 


Inlet Valve 


1 1 




Extract Fan Assembly - See Page 33 
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Door Assembly - Profile 
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Door Assembly - Profile 



Ref No. Part No. Item Description 

1 WO05II7000 Door Hinge 

2 Control Board - See Page 37 

3 EL04859000 Switch 

4 (a) PR05298000 Cleaning Decal - Instant Machines 

(b) PR05299000 Cleaning Decal - Freshbrew Machines 

5 MT05222000 Lock Cam 

6 ME0522I000 Lock 

7 FAO 1 4 1 6000 Knurled Thumb Nut - M5 
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Interior - Contour 



7 8 9 
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Interior - Contour 



Ref No. Part No. 

1 PL05I89000 

2 (a) PL04863000 
(b) PL04864000 

3 

4 ME0462I000 

5 PL0I3 13000 

6 ELO I 157000 

7 WF0 1 176000 

8 ME0 1 849000 

9 PL02266000 

10 LO05I54000 
10 LO05I5000I 

I I 

12 ME0 1 159000 

1 3 I TPOT CONTOUR 

14 PL05226000 

1 5 WO05227000 

16 ME0528I00I 

1 7 MT05429000 



Item Description 

Drip Tray 

Cup Ring - Squat 

Cup Ring - Tall 

Cup Drop Unit - See Page 3 I 
Cup Turret Assembly 
Canister - 3 1 6mm 
Door Switch - On/Off 
Filter Paper 
'R' Clip 

Canister - 250mm 

Main Loom - Signal 

Main Loom - Power 

Freshbrew Canister Assly - See Page 29 

Brewer Unit- See Page 4 1 

Teapot Brewer Assembly - See Page 45 

Freshbrew Waste Container 

Waste Bucket 

Foot 

Drip Tray Grill 
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Interior - Contour 
(Covers Removed) 
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Interior - Contour 
(Covers Removed) 



Ref No. Part No. Item Description 

1 PSU Assembly - See Page 35 

2 Dispense Head Assembly - See Page 25 

3 Mixing System - See Page 23 

4 (a) MO022I0000 Ingredient Motor - 140 rpm 
(b) MO022 1 1 000 Ingredient Motor - 80 rpm 

5 Boiler Assembly - See Page 21 

6 (a) EL00094000 I.O. Board - 38 O/P 

(b) EL00094R00 I.O. Board - Service Exchange 

7 ME05260000 Swirl Pipe 

8 MT04 1 47000 Brewer Side Tray 

9 Brewer Module Assembly - See Page 39 

10 VA02567000 Inlet Valve 

I I Extract Fan Assembly - See Page 33 

12 ME04I 14000 Bulk Head Adaptor 
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Door Assembly - Contour 




16 



CRANE 



MERCHANDISING SYSTEMS" 



Parts Manual - Table Top Range 



Door Assembly - Contour 



Ref No. Part No. Item Description 

1 WO05II7000 Door Hinge 

2 Control Board - See Page 37 

3 EL04859000 Switch 

4 (a) PR05298000 Cleaning Decal - Instant Machines 

(b) PR05299000 Cleaning Decal - Freshbrew Machines 

5 MT05222000 Lock Cam 

6 ME0522I000 Lock 

7 FAO 1 4 1 6000 Knurled Thumb Nut - M5 
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Selection Panel 



Coin Option Free Vend Option 
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Ref No. 


Part No. 


Item Description 


1 


PL054 14000 


End Cap 


2 


PL05I8I000 


Decal Window - Clear 


3 


PL05 180000 


Decal Base Moulding 


4 


PL05 1 85000 


Coin Reject Button 


5 


PL05 186000 


Coin Reject Button Bezel 


6 


PL05 184000 


Coin Entry Bezel 


7 


PR05434000 


Domed Badge - 'Stentorfield' 


8 


PL054 13000 


Badge Moulding 


9 


PL05 182000 


LCD Surround 


10 


PL05 1 83000 


Keypad Cover Moulding 


1 1 


MS05 190000 


Switch Membrane Assembly 


12 


MS05I9I000 


Rubber Keypad 


13 


PR05856000 


Domed Badge - 'Contour' 


14 


PR05857000 


Domed Badge - 'Profile' 


15 


PL05 1 87000 


Coin Return Bezel 


16 


(a) PR06458000 


Selection Decal Sheet 




(b) PR06459000 


Selection Decal Sheet 




(c) PR07266000 


Selection Decal Sheet 


17 


(a) PR06 150000 


Price Decals, 1 - 30p 




(b) PR05 161000 


Price Decals, 31 - 5 1 p 
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Boiler Assembly 
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Boiler Assembly 



Ref No. 


Part No. 


Item Description 


1 


(a) LO05I5I000 


Boiler Loom - Contour 




(b) LO05 1 74000 


Boiler Loom - Profile 


2 


FA03227000 


Hose Clip 


3 


HO06632000 


Hose - Aquavend 10 


4 


BA050 19000 


Boiler & Lid Assembly 


5 


VA03377000 


Valve Seal 


6 


VA06528000 


Inlet Fitting 


7 


VA05885000 


Valve Membrane Seal 


9 


VA06523000 


Valve Seal 


10 


VA06526000 


Valve Body 


1 1 


VA06524000 


'O' Ring Seal 


12 


VA06525000 


Outlet c/w Flow Adjuster 


13 


VA06527000 


End Cap 


14 


SIOI 142960 


Silicone Pipe - 12mm i.d. 


15 


ME00043000 


Temperature Cut Out Holder 


16 


EL03378000 


Temperature Cut Out 


17 


EL02876002 


Element - Single, 2.4KW 


18 


ME0 1294000 


Element Seal 


19 


FA03035000 


Element Lock Nut 


20 


L005 165000 


Boiler Element Loom 


21 


EL03I 12000 


Thermistor Probe 


22 


SI06340000 


Thermistor Probe Seal 


23 


VA0I 141000 


Level Probe Seal 


24 


ME02342000 


Level Probe 


25 


(a) VA05223000 


Valve Bank - 4 Valves, LH 




(b) VA05269000 


Valve Bank - 2 Valves, LH 




(c) VA05224000 


Valve Bank - 2 Valves, RH 




(d) VA05270000 


Valve Bank - 4 Valves, RH 




(e)VA0527IOOO 


Valve Bank - 3 Valves, RH 


26 


SI05 193960 


Boiler Seal 


27 


FA0I 143000 


Screw, M4 x 10 - Stainless 
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Mixing System 
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Mixing System 



Rf»f No 


Part- No 


1 t*o m r*i Dcri*inf"irin 

1 LCI II UC3ll ILJLIUII 


i 


MOO 1983000 

1 1 1 /(JJ \J\J\J 


Whinnpr Motor 

Y V 1 IIUUCI 1 IULUI 




pi ni97i oon 

r LU 17/1 W\J 


Whinnpr R^co c 1 \a/ Rinff anH ^p^iI 

V V MipUcI DdiC L,/ W V-/ fXlllg d.1 IU JCdl 


■\ 

■J 


"5IOI29SOOO 


'O' Ring 


4 


SIO 1 986000 


Whinner Shaft Seal 


5 

■J 


PL0 1 972000 


Whinnpr Ra^p - Rlinrl 

VVIML/UGI UdJC DIIIIU 


D 


PI 1 974000 
r \—\J i 7 / ~\J\J\J 


Ccip 


7 

/ 


PL0 1973000 


Screw 


Q 
o 


PI 1 970000 

r 1 7 / UUVU 


1 m rtP oi* 
1 1 1 lUcllcl 


9 


PL02275000 


Imnpllpr I- loncino 

II 1 1 L>d Id 1 IUUjI 1 1 g 


1 


C|0 1 171960 

OIV/ 1 1 / 1 /OU 


Si irnno PI np 


1 1 

1 1 


PI 1 967000 

r 1 70/ 


hnivinCT Ro\a/ 

1 IIAIIIg DUWI 


12 


PL0 1 966000 

1 1— W 1 /UUUUU 


Stpam Xran 

•J LCal ll ll a.vj 


13 


FAO 1 1 34000 


Bowl Adaptor Seal 


14 


PL00066000 


Bowl Adaptor 


15 


FAOI 135000 


Circlip 


16 


SI04345960 


Silicone Pipe 


17 


PL02278000 


Fixing Strap 




PL02008000 


Whipper Plate Boss - Not Illustrated 
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Dispense Head Assembly 
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Dispense Head Assembly 



Rf»f No 


Part No 


1 t"o m r*i Dcri*int"irin 

1 LCI II UC3ll ILJLIUII 


i 

i 


MF04778000 


1) i c rio n c o Snr^i it - _ Q Smm _ Whom FiffoH 

L/|jUcI IbC JUUUL 7,JI 1 II 1 1 V V Mcl C FILLcU 


2 


ME04279000 


Dicripncp Snoiif - ftmm - \A/hf*rp Fittprl 

LVI^LJGl lOG JUUUL Ol 1 II 1 1 V V MCI C 1 ILLCU 


J 


(al MAO'^aOOO 


|jicr\onco \— lo^iH — vvnoro Fitto/H 
L*/|^UgI15g ncdU VVllcl c I iLLtrU 




fhl MT07680000 


U'l^uci ibc ncdu r iciLc 


4 


pi 05496000 

1 LU^ 1 / UVWV 


Di^DPn^p HphH Block 


5 


FA0 1 4 1 6000 


K ni iHpH Xhi imh Nut 

l\l IUI ICU 1 1 1 U 1 1 1 Lf 1 NUL 


6 


PH0550I000 


Di^npn^p Pinp *5pt 


7 


pi 04353000 


Slider Block 


Q 
o 


Fl 1 148000 


1 II LI u JWILLI 1 


9 


PH0433000I 


Cam Assembly 


10 


MO0406I000 


Dispense Head Motor 


1 1 


(a) PL04863000 


Cup Ring - Squat 




(b) PL04864000 


Cup Ring - Tall 


12 


SI0I 142960 


Silicone Pipe 


13 


MT05 145000 


Cup Ring Fixing Bracket 
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Canister Assembly 
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Canister Assembly 



Ref No. 


Part No. 


Item Description 


1 


PL04407000 


Canister Lid 


2 


(a) PL0I 128000 


Canister Chute - Central 




(b) PLO 144 1000 


Canister Chute - LH, Lone 




(c) PLO 1442000 


Canister Chute - RH, Long 


3 


PL04408000 


Front Auger Fixing 

o o 


4 


SI04697000 


'O' Ring 


5 


PL044 10000 


Auger c/w 'O' Rings 


6 


SI04698000 


'O' Ring 


7 


PL04409000 


Rear Auger Fixing 


8 


PL044 12000 


Drive Dog 


9 


ME044 13000 


Bearing 


10 


SI04699000 


'O' Ring 


1 1 


ME04694000 


Agitator Assembly 
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Freshbrew Canister Assembly 




Parts Manual - Table Top Range 



Freshbrew Canister Assembly 



Ref No. Part No. Item Description 

1 PL027I2000 Canister Lid 

2 PLO I 128000 Canister Chute - Central 

3 PL02709000 Flange - Front 

4 SI02704000 'O' Ring 

5 (a) ME02706000 Auger 

(b) ME0664I000 Freshbrew Coffee Auger 

6 SI02705000 'O' Ring 

7 PL027I0000 Flange -Rear 

8 PL027 1 1 000 Drive Dog 

9 ME06642000 Agitator Assembly - Coffee 

10 ME06866000 Agitator Assembly -Tea 
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Cup Drop Unit 
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Cup Drop Unit 



Ref No. 


Part No. 


Item Description 


1 


(a) MEOI 106001 


Cup Drop Unit - Squat 




(b) MEOI 280001 


Cup Drop Unit - Tall 


2 


PL027 14000 


Turret Register Lever 


3 


PL027 15000 


Turret Wheel Insert 


4 


PL027 17000 


Turret Drive Boss 


5 


(a) MEOI 482000 


Cup Splitter - Squat 




(b) MEOI 53 1000 


Cup Splitter - Tall 




(c) ME08299000 


Cup Splitter - Squat, Paper Cups 


6 


ME04634000 


CDU Spring 

r o 


7 


(a) EL03 185000 


Solenoid 




(b) ME03 186000 


Fixing Clip 


8 


LO00055000 


CDU Loom 


9 


PL027 16000 


Cup Empty Arm 


10 


EL04920000 


Micro Switch 


1 1 


ME03247000 


Motor & Gearbox Assembly 




MT05433000 


Cup Chute Guide - Not Illustrated 
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Extract System 
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Extract System 



Ref No. Part No. Item Description 

1 MT04 1 32000 Mounting Bracket 

2 MEOI I 16000 Extract Fan 

3 HO0 1 139000 Hose 

4 FA0 1 188000 Cable Tie 

5 PL03083000 Extract Hose Adaptor 
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Power Supply Unit 




Parts Manual - Table Top Range 



Power Supply Unit 



Ref No. Part No. Item Description 

1 MT05220000 Mounting Plate 

2 (a) ELO I 1 52000 Solid State Relay - 25A 
(b) ELO 1 8 1 5000 Thermal Pad 

3 ELO 1 994000 Fuse Holder Assembly 

4 ELO I 151000 Fuse6.3A 

5 ELO 1 277000 Fuse 4A, Antisurge 

6 ELO 1 995000 Fuse I2A 

7 EL02 1 7 1 000 Fuse 4A 

8 ME02I44000 Transformer 

LO05 1 52000 SSR Loom - Not Illustrated 

LO05 1 53000 PSU Loom - Not Illustrated 
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MPU Board 




36 



CRANE 



MERCHANDISING SYSTEMS" 



Parts Manual - Table Top Range 



MPU Board 



Ref No. Part No. Item Description 

1 (a) EL044290I2 Controller Board 

(b) EL04429R00 Controller Board - Service Exchange 

2 LO04666000 IC2 Loom (Where Fitted) 

3 EL02850000 Ferrite Sleeve 

4 ELO 1 584000 Eprom* 

5 LO00276000 Ribbon Cable Extension 

6 LO08306000 Thermistor Link Loom 
EL0349I000 Ribbon Ferrite - Not Illustrated 
EL03492000 Ribbon Ferrite Clip - Not Illustrated 



Please specify software version when ordering 
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Brewer Module Assembly 
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Brewer Module Assembly 



Ref No. 


Part No. 


Item Description 


1 


PL03297000 


Drive Dog 

o 


2 


FA0330I000 


Roll Pin - 36 x 3mm 


3 


MO01 160000 


Brewer Motor 


4 


ME00979000 


Cam c/w Grub Screw 


5 


EL0I 148000 


Micro Switch 


6 


FA0I 178000 


Star Clip 


7 


ME00038000 


Filter Paper Roller 


8 


ME04926000 


Pin 


9 


ME0I 162000 


Spring 


10 


FA0I 136000 


'E' Clip 
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Vend King Brewer 
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Vend King Brewer 



Ref No. 


Part No. 


Item Description 




MEOI 159000 


Brewer Complete 


1 


ME07 136000 


Chassis 


2 


ME06 189000 


'H' Frame 


3 


ME08 137000 


Plain Washer 


4 


ME0845I000 


Spring - RH 


5 


ME08452000 


Shaft - 'H' Frame 


6 


ME08453000 


Spring - LH. 


7 


ME06 134000 


Taper Pin - M2 x 'A 


8 


ME083 16000 


Lift Rod 


9 


FA08393000 


Plain Washer 


10 


ME083 18000 


Circlip 


1 1 


ME08454000 


Shaft - Paper Drum 


12 


ME06 132000 


Spring Pin - %> x % 


13 


ME067 13000 


Bearing 


14 


ME06 133000 


Paper Feed Drum 


15 


ME08455000 


Slide Band 


16 


FA08456000 


Screw, 8-32 x A 


17 


ME07734000 


Yoke 


18 


ME08450000 


Retainer Plate 


19 


FA08449000 


Screw, 8-32 x 3 A 


20 


ME03954000 


Paper Guide Wheel 


21 


ME03970000 


Spring 


22 


ME06 135000 


Sprocket 


23 


ME03963000 


Mixing Funnel 


24 


ME03964000 


Mixing Bowl 


25 


ME06I3I000 


Screw, 6-32 x Ya 


26 


ME067 12000 


Support Plate 


27 


ME03968000 


Plate Spring 


28 


ME03967000 


Pressure Spring 


29 


ME03969000 


Pin 


30 


ME06 139000 


Screw, 6 x % 


31 


ME03966000 


Filter Screen 


32 


ME03965000 


Rubber Seal 


33 


ME06 140000 


Screw, 8-32 x 'A 


34 


ME03958000 


Brewer Cylinder 


35 


SA06075000 


Outlet Adaptor Kit 


36 


SI06077000 


Outlet Seal 


37 


FAO 121 6000 


'O' Ring 
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Vend King Brewer (Cont'd) 
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Vend King Brewer (Cont'd) 



Ref No. 


Part No. 


Item Description 


38 


PL0607500I 


Outlet Adaptor 


39 


SIOI 171960 


Silicone Pipe - 8mm i.d. 


40 


FA08307000 


Screw, 8 - 'A 


41 


ME08308000 


Piston Plate 


42 


ME03957000 


Teflon Piston Seal 


43 


ME06 138000 


Rubber Piston Seal 


44 


ME08309000 


'O' Ring 


45 


ME083 10000 


Piston 


46 


FA083I 1000 


Spring Pin 


47 


FA06880000 


Screw 


48 


ME083 12000 


Connecting Rod 


49 


ME03959000 


Crank Arm 


50 


FA07446000 


Nut, 10-24 


51 


ME03960000 


Spring Pin - % x 7 A 


52 


ME03962000 


Bearing 


53 


FA08457000 


Plain Washer 


54 


ME08458000 


Drive Sprocket 


55 


ME06 136000 


Drive Chain 


56 


ME06 137000 


Connecting Link - Drive Chain 


57 


ME0396I000 


Clutch Cam 


58 


ME067 14000 


Bearing Housing 

o o 


59 


ME08397000 


Tie Rod 


60 


ME03962000 


Bearing, Cam 


61 


FA08459000 


Plain Washer 


62 


C9900I64 


Nut 


63 


FA083I 1000 


Spring Pin 


64 


FA07447000 


Spring Pin - % x Va 


65 


FA083 1 1 000 


Spring Pin 


66 


ME03955000 


Spring Pin - Vn x 1 14 


67 


ME08460000 


Main Drive Shaft 


68 


ME03962000 


Bearing 


69 


FA08398000 


Adjuster Nut 


70 


FA08399000 


Lock Nut 


71 


MT04328000 


Brewer Cover 


72 


FA0 1504000 


Screw, M4 x 1 
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Tea Brewer Assembly 
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Tea Brewer Assembly 



Ref No. Part No. Item Description 

I TPOT CONTOUR Teapot brewer Assembly complete 

1 MT05428000 Teapot Cover 

2 PLO 1 972000 Whipper Base - Blind 

3 SIO 1 295000 'O' Ring 

4 PL02275000 Impeller Housing 

5 PLO 1 967000 Mixing Bowl 

6 PH00653000 Teapot Assembly 

7 SIO 1 669000 'O' Ring - 45mm x 2.5mm 

8 ME0065800I Filter Screen 

9 FA0 1 855000 Thumb Screw - M6 

1 MT00593000 Retaining Bracket 
I I ME05426000 Pivot Plate 

12 ME00598000 Slider Block 

13 ME00596000 Slide Bar 

14 ME00597000 Switch Cam 

15 ME0065I000 Cam Plate 

1 6 MT05087000 Teapot Mounting Plate 

1 7 MT00594A00 Mounting Bracket 

18 MO05425000 Motor/Gearbox Assembly 

19 EL0 1 148000 Micro Switch 
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Water Filter Assembly - Brita 
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Water Filter Assembly - Brita 



Ref No. Part No. 

1 I BRITA SF700 

2 H 004446000 

3 H 002445000 



Item Description 

Brita Filter c/w Outlet Hose 
Outlet Hose 

Inlet Hose c/w Non Return Valve 
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Water Filter Assembly - Everpure 
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Water Filter Assembly - Everpure 

Ref No. Part No. Item Description 

1 WF03II6000 Filter Head 

2 WF03273000 Filter Cartridge 

3 HO04074000 Inlet Hose 

4 HO04075000 Outlet Hose 
WF04246000 Diverter - Not Illustrated 
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Horizon 
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Exterior 
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Exterior 



Rf»f No 


Part No 


1 t"o m Dcri*inf"irin 

1 LCI II UC3ll ILJLIUII 


i 


Ca'i GR07 135000 

1 dl VJIw/ 1 J JvUU 


Cnranhif* Panol - RIiia 

\J 1 ClU 1 1 1 K. 1 dl 1 CI UIUC 




iui vjrwj/ i uouuu 


(1 r\r\ If no _ (I roon 
VJiaUIIIL, rallcl VJI ccl 1 


~> 

a. 


MFO^R'iyOOO 


1 nrk 


J 


PI 07007990 

r Lu/ yy Z.Z.Z.V 


n^r>r> r M/~»i ilrlincr _ Rlarl/' 

L/UUI 1 lUUIUIIIg DIclLIS. 


4 


fa^ PI 04S89000 
id.i r LuiJO/uuu 


f~" 1 1 n ^HnH _ MoiilrloH 
v-UU OLdllU 1 IUUIUcU 




MT07I4I000 

IUI 1 1 1 \/ / ■ 1 1 WV 


C"*Lira Stand Brarkpt 

\w. ULI «J LCI 1 l\J 1_J 1 CI V_ l\t L 




M FA0I4IA000 


K ni ir on Thiimh Milt" 
rviiui IcU 1 IIUIIIU INUL 


5 


MT07086000 


Drip Tray Grill 


6 


PL07004000 


Drip Tray 


7 


ME0528I00I 


Foot 


8 


PA07 163000 


Cup Dispense Assembly 


9 


PL070 18000 


Base Cab Top 


10 




Drink Selection Panel - See Page 61 
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Interior 
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Interior 



Rf»f No 


Part No 


1 t"o m Dcri*inf"irin 

1 LCI II UC3ll ILJLIUII 


i 

i 


PI 07004000 


lirir* Ti rav 
\—s lip II ay 




PI 07008000 


Frochhrou/ Tr*5i\/ 
ri cil lUi tJW 1 1 ay 


J 




MivinCT ^vctom _ Coo Pocto 

I MAM lg oyiLcMl jcc rage OJ 


4 


(al PI 07 1 1 000 


i anictor c / \a/ Aoifa^fM" - X 1 Amm 
1 MbLcl v_/ W AAeI LaLUI J 1 Ol Ml 1 1 




(h\ PI 07 1 09000 

^U^ rLU/ 1 UZWU 


^-dlllbtcl, INU /AgltdtOl - J 1 Ol II II 1 


5 


LO0708000 1 


Main 1 oom 

1 IClll 1 l—\J\J\ 1 1 


6 




Control Board - See Page 73 


7 


EL 04859000 


Switch 


Q 
o 


PI 07 1 00000 


I ni ct - or - / Riiiyi m 

^dMIbLcl Z.JUMMII 


9 


PL07 1 03000 


Freshbrew Coffee Canister 


10 


ME07000000 


Paperless Brewer 


1 1 


ME04279000 


Dispense Spout 


12 


MT07087000 


Dispense Head Assembly 


13 


WO07005000 


Freshbrew Waste Bucket 


14 


MT07086000 


Drip Tray Grill 
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Interior - Covers Removed 




Parts Manual - Table Top Range 



Interior - Covers Removed 



Ref No. Part No. Item Description 

1 PSU Assembly - See Page 8 1 

2 (a) MOO I I02C00 Ingredient Motor - 80 rpm 
(b) MOO I I03C00 Ingredient Motor - 140 rpm 

3 Boiler Assembly - See Page 63 

4 MO022 1 1 000 Motor - 80 rpm 

5 MT07092000 Brewer Side Tray 

6 Brewer Module Assembly - See Page 75 

7 Extract Fan Assembly - See Page 71 

8 VA03992000 InletValve 
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Door Assembly 



Ref No. Part No. Item Description 

1 FAO 1 4 1 6000 Knurled Thumb Nut - M5 

2 ME02857000 Lock 

3 MT05222000 Cam 

4 MT07 1 1 9000 Door Switch Actuator 

5 EL06 1 57000 LCD Assembly 

6 WO07022000 Door Hinge 
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Selection Panel 
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Selection Panel 



Ref No. 


Part No. 


1 LCI 1 1 IS CJtl IULIUI 1 


I 


PL05 1 87000 

I I U J 1 \J i 


(^oin Rpfi irn Rp7pI 

V ■ "Jill IXCLUI II UCLCI 


T 
£. 


pi n";4 1 3nno 


M"nrv\Q Rti/H<t^ v*\ i l/H i nn 
1 Ndl 1 Ic DdUgc 1 l(JUIU II Ig 


3 


GR07I 10000 


DnmpH Rarlcrp - '1— loriTon' 


4 


PL05 1 83000 

1 1 U J 1 U Juvv 


Kpvnarl fnvpr MniilHinff 

i\cy uau v-. uvci i iwuivjiiiji 


■j 


1 IJUJ 1 7UWU 


\\A/if r n Accomh v 
jwill.ii rAiiciiiuiy 


D 


MCO'iAOROOO 


R i ihhpi* K ovpiti r\ 
r\uuuci ivcrudu 


7 


PI 0"i 1 87000 


1 i^ll SiirroiinH 

l_\_L/ JUI I UUI IU 


Q 
o 


Fl 0ft 1 S7000 

LLUD 1 J / \J\J\J 


1 i^Ij Accomh u 
I—V^. \—J rAiitri i iuiv 


9 

7 


PI OS 1 80000 
r luj i ouuuu 


Ijor'* R'l cp Nn r\ i ■ \f\ inCT 
UcLal Ddic 1 IvJUIUII Ig 


10 


PL0S 1 8 1 000 

r LUJ 1 O 1 vUv 


Dprnl \A/inHr\\A/ - i loar 

UCLal V V II 1 U \J VV ^ICal 


1 1 

1 1 


PR07 1 07000 
ri\u/ \ \jf\j\j\j 


Xpprfion llpr ;s c _ K ouna H r\f\ p c 


1 ~> 

1 £- 


(x\ PR07 108000 


r 1 ILC L/cLdli, 1 JwU 




fhl PR07 109000 
iui ri\u/ \ \Js\j\j\j 


Prirp nprnk ^ 1 n - ^"1 


I 7 


PI OS 1 8S000 
r luj i ojuuu 


[ /\in R oior*f Ri iff on R070I 
v—UI 1 1 rvcjcl-L DULLUII UCICl 


14 

1 I 


PI OS 1 86000 

r LUJ 1 ODUUU 


[ /\in R i Ri iff on 

*-UII I fXcJcLL DULLUII 


1 c 

1 J 


PI OS 1 84000 
r luj i o iuuu 


\ C\\X\ rntfU Ro7P 
V U 1 1 1 DILI V DCZ.CI 


1 fs 
1 D 


PR0 I >434000 


HnmoH R^Hctp - '^f ont orfiplH 1 
UUI 1 IcU DdUgC JLcl 1 LUI 1 IClU 


1 7 


(x\ PR07 179001 


1 ncf ri irf ion P^pral _ 1 IK 

llliLI UL.LIUI 1 L/CLdl VJIX 




pro839 i ;ooo 

iui rr\uoj/JUUU 


I net i*i iff ion nior^ 1 _ f^orm^ n 

I I li LI UL.LIUI 1 LVcLdl VJclllld.ll 


18 


PH07 1 2000 1 


Switch Membrane - Single Button 


19 


(a) PR07 128000 


Selection Decals - UK 




(b) PR08394000 


Selection Decals - German 


20 


(a) PR07 130000 


Price Decals, 1 - 30p 




(b) PR07I3I000 


Price Decals, 3 Ip - £1 




(c) PR08765000 


Price Decals - Euro's 
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Boiler Assembly 
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Boiler Assembly 



Rf*f No 


Part Mr* 

ran iiu. 


1 Lcl ¥1 L/cbCriptlUll 


i 


BA07023000 


Roilpr & 1 irl A^prmhlv 


L. 


FA03797000 


1 In oy 1 1 1 r\ _ 1 Q m m 

1 1 CA \— II U 1 7 1 1 1 1 I 1 


•3 
J 


n IUODJZ.UUU 


Inlpt - 1— 1 ncp 
llllcL 1 1 Uic 


4 


SI0702I000 


Roilpr ^pal 


■j 


VA03377000 


X/ia wo Sp^iI 
Valve Jcal 


A 
u 


"5108276000 


Ri 1 no 

DUIIg 


7 


FA03035000 


F pmpnt" 1 nr^ Mi it - 
^iclllcllL HJLIV INUL 


Q 
O 


1 no70ft?noo 


Rr\i or F omont 1 /~\/"\rv"> 
DUIItrl L_lclllclll LOOIIl 


9 

7 


Fl 03378000 


Tpmnproti iro f"* 1 if C^lwt - Q0° 
IcIIIUcI aLUI c v_U L \JUL 7\J 


10 


FAO 1 860000 

1 / w 1 www 


C"*ah|p Tip 


1 1 


MF00043000 


Tomnor^ti ii*p 11 if 111 it - Wo Hor 
IcIIIUcI aLUI c V-UL \jul nuiuci 


1 ~> 

1 L. 


cini 149960 

1 1 ^L. /DU 


\i Mfonp Pinp - 1 / ty\ m i H 
oiiil.vjiic nuc 1 z.i 1 in 1 i.u. 


1 7 

1 J 


MF0 1 794000 

1 ILU 1 i/lUUU 


F pm ont \or> 
dclllclll JCdl 


14 

1 1 


Fl 0787600? 


Flpmpnt - 1 4KW 

L.IClllCllL Z.. 1 IX V V 


15 


FAO 1 1 85000 


Snannpr 1 i r> - 30 

■J 1 lai^LSCI II L/ tJ\J 


1 ft 

1 D 


C|0l 171960 

<Jl\J 1 1 / 1 /DU 


\'\ irono Pinp - ftmm i H 
oiiHwV_jiit; nuc oiiiiii i.u. 


1 7 


EL03 1 1 2000 


Thprmictor Prohp 

1 1 1 CI 1 1 II J l_V_/ 1 I 1 uuc 


1 R 


SI06340000 


Thormictnr Pi*oKp Socil 
i i ici ii iioiui nunc jcdi 


1 9 

1 7 


VA0403 1000 


liicr\pncp \/^ wo 
L7loUcl Ibc Valve 


20 


VA0I838A00 


Dispense Valve Repair Kit 


21 


VA05885000 


Valve Membrane Seal 


22 


ME04550000 


Level Probe Assembly 


23 


VA0I 141000 


Level Probe Seal 


24 


FAOI 143000 


Screw, M4 x 10 - Stainless 
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Mixing System 
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Mixing System 



Rf»f No 


Part- No 


1 t*o m r*i Dcri*inf"irin 

1 LCI II UC3ll ILJLIUII 


i 


MOO 1983000 

1 1 1 /(JJ \J\J\J 


Whinnpr Motor 

Y V 1 IIUUCI 1 IULUI 




pi ni97i oon 

r LU 17/1 W\J 


Whinnpr R^co c 1 \a/ Rinff anH ^p^iI 

V V MipUcI DdiC L,/ W V-/ fXlllg d.1 IU JCdl 


3 

■J 


"510 1295000 


'O' Ring 


4 


SIO 1 986000 


Whinner Shaft Seal 


5 

■J 


PL0 1 972000 


Whinnpr Ra^p - Rlinrl 

VVIML/UGI UdJC DIIIIU 


D 


PI 1 974000 
r \—\J i 7 / ~\J\J\J 


Ccip 


7 

/ 


PL0 1973000 


Screw 


Q 
o 


PI 1 970000 

r 1 7 / UUVU 


1 m rtP oi* 
1 1 1 lUcllcl 


9 


PL02275000 


Imnpllpr I- loncino 

II 1 1 L>d Id 1 IUUjI 1 1 g 


1 


C|0 1 171960 

OIV/ 1 1 / 1 /OU 


Si irnno PI np 


1 1 

1 1 


PI 1 967000 

r 1 70/ 


hnivinCT Ro\a/ 

1 IIAIIIg DUWI 


12 


PL0 1 966000 

1 1— W 1 /UUUUU 


Stpam Xran 

•J LCal ll ll a.vj 


13 


FAO 1 1 34000 


Bowl Adaptor Seal 


14 


PL00066000 


Bowl Adaptor 


15 


FAOI 135000 


Circlip 


16 


SI04345960 


Silicone Pipe 


17 


PL02278000 


Fixing Strap 




PL02008000 


Whipper Plate Boss - Not Illustrated 
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Canister Assembly 




Parts Manual - Table Top Range 



Canister Assembly 



Rf»f No 


Part No 


1 t*o m r*i Dcri*int"irin 

ILCIII L/C5LI ILILIUII 


i 

i 


PI 071 38000 


13 ni or 1 i H 


L. 


^lO") 704000 




~* 
J 


PI 097 1 0000 
r luz. / i uuuu 


Flo r\ (TO _ R l- 

ridi igc rxcdi 


4 


PL027I 1000 


\_>u.lll_tLd 1 ' 1 IVC 


5 


PL0 1 442000 

1 1 \J 1 1 IX.V/V/U 


f^ani^fpr C"*hiifp - R 1 — 1 1 nno 

V_-o.lll.oLGI V— 1 1 U LC l\l 1, l_W 1 Ig 


6 


PLO 1 44 1 000 


Canister Chute - LH, Long 


7 


PL0I 128000 


Canister Chute - Central 


8 


PL02709000 


Flange - Front 


9 


ME02706000 


Auger 


10 


PL02707000 


Agitator Assembly 


1 1 


SI02705000 


'O' Ring 
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Freshbrew Canister Assembly 




Parts Manual - Table Top Range 



Freshbrew Canister Assembly 



Rf»f No 


Part No 


1 t*o m r*i Dcri*inf"irin 

ILCIII L/C5LI ILILIUII 


i 

i 


PI 071 ^7000 


13 ni ct - or 1 i H 
^al IIjLcI l_JU 


2 


PLOI 128000 


I* anictpr (* hi itp - i pntral 

\_-clllliLCI V^l IULC V^dlLidl 


J 


PI 09709000 


Flo n no _ FrY^nt" 
rial igc nuiiL 


4 


SI02704000 


'O' Ring 


5 


ME0664I000 


Auger 


6 


SI02705000 


'O' Ring 


7 


PL027 10000 


Flange - Rear 


8 


PL027I 1000 


Canister Drive 


9 


ME06642000 


Agitator Assembly 
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Extract System 




Parts Manual - Table Top Range 



Extract System 



Ref No. Part No. Item Description 

1 MT04I32000 Fan Mounting Bracket 

2 MEOI I 16000 Extract Fan 

3 HO0 1 139000 Hose 

4 FA0 1 188000 Cable Tie 

5 PL03083000 Hose Adaptor 
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MPU Board 
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MPU Board 



Ref No. 



Part No. 



Item Description 



2 
3 



(a) EL0700I000 

(b) EL0700IR00 
LO0708000I 
ELO 1 584000 



Controller Board 

Controller Board - Service Exchange 

Main Loom 

Eprom* 



Please state software version when ordering. 
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Brewer Module Assembly 




Parts Manual - Table Top Range 
Brewer Module Assembly 



Rf»f No 


Part No 


1 t"o m Dcri*inf"irin 

ILCIII L/C5LI ILILIUII 


i 

i 


PI 03797000 


\—J 1 IVc U'Ug 


2 


ME08734000 


Rnll Pin - 36 y 3mm 
i \u ii rui jo a j 1 1 1 1 1 1 


3 


MO01 160000 


Motor and Gearbox Assembly 


4 


ME00979000 


Cam c/w Grub Screw 


5 


ELOI 146000 


Micro Switch 


6 


ME04926000 


Brewer Retaining Pin 


7 


ME0I 162000 


Spring 


8 


FA0I 136000 


'E' clip 
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Paperless Brewer Assembly 
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Paperless Brewer Assembly 



Ref No. Part No. Item Description 

ME07000000 Brewer Complete 

1 ME07448000 Wiper Arm Shaft 

2 ME07449000 Wiper Arm Pin 

3 ME07450000 Bearing 

4 FA07668000 Retaining Ring 

5 ME0745I000 Roller 

6 ME07452000 Wiper Arm Spacer 

7 ME07453000 Wiper Arm Spring 

8 FA07I49000 Retaining Ring 

9 ME07454000 UnwipeArm Pin 

10 ME07455000 Wiper Arm 

11 ME07456000 UnwipeArm 

1 2 FA07669000 Screw, 8-32 X 'A 

13 ME07457000 Support Bracket - Rear 

14 ME07458000 Support Plate 

15 ME07459000 Mainframe 

1 6 FA07670000 Retaining Ring 

1 7 ME03955000 Spring Pin - ! Axl % 

18 ME07460000 Bearing Crank Arm 

19 ME07245000 Housing c/w Bearing 

20 ME03962000 Bearing 

21 ME0746I000 Cam 

22 ME06I40000 Screw 

23 ME07462000 Brewer Chamber Retaining Plate 

24 ME07463000 Crank Arm Assembly 

25 ME0767I000 Crank Arm Pin 

26 ME07464000 Connecting Rod 

27 FA083 1 1 000 Spring Pin 

28 ME07465000 Piston 

29 SI 07672000 'O' Ring 

30 SI07466000 Rubber Seal 

3 1 ME07673000 Teflon Seal 

32 ME07467000 Piston Top Plate 

33 FA07674000 Screw 

34 SI0 1 171960 Silicone Pipe 

35 PL0607500I Outlet Adaptor 

36 FA0 1 2 1 6000 'O' Ring - Outlet 

37 SI06077000 Outlet Adaptor Seal 



CRANE 



MERCHANDISING SYSTEMS" 

A Crane Co. Company 



77 



Parts Manual - Table Top Range 



Paperless Brewer Assembly (Cont'd) 
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Paperless Brewer Assembly (Cont'd) 



Rof No 


Part Mr* 

ran iiu. 


111 L/cbCriptlUll 


38 

JO 




fjii'fJot - AH;ir>t"/"\i" Accomh v 

WU LI C L AUdULUI AAiitrl 1 1UI V 


39 

J 7 


MF08785000 


Rrowot" l hi mhot* Vent PI 1 1 ct 
Dl CVVCl \-l Idll IUcl VcIlL nug 


40 


PI 07675000 


R r*o\A/o r* I n 3 m nor 
Dl cVVcl v_-l Idl 1 lUCI 


4 1 

1 1 


PI 071 55000 


Moch Filfor 
1 Icill 1 IILcl 


Al 


MF07 148000 


Pin 
rill 


4^ 
~j 




VCl 1 L JCdl 


44 


FA07676000 


ScTGW 


45 


ME07469000 


Dpf|p/~tor - Frnnf 

!_•» CI ICL LU 1 1 1 Ul IL 


46 

TO 


MF07470000 


L-/CI IcLLUI JIUC 


47 


51071 50000 


D i*o\a/o 1* \oo| 

Dl CVVCl JCdl 


48 

TO 


PI 07A77000 


R i*o\A/o r* i h 3 m nor* 
Dl cVVcl v_-l Idll lUCI 


49 

I 7 


PI 07678000 


XA/inor* 13 r'r'i^o'o 
V V ILJcl v-cll i Idgc 


■if) 


51071 57000 

J 1 \J / 1 JivUU 


V V IUcl 


R 1 
J 1 


PI 07 1 ^4000 


1 atrh 

LdLLI 1 


59 


MF0747I000 


Sr^r'ino' i Mil _ 1 c>t"f*h 

OUIIIIg V — - 1 1 J_J l_d.Ll.ll 




MF07479000 

1 ILU / ~ / Z.V/V/V 


Rar 
Dai 


^4 


5107649000 


Si Mfono Pi p»o 
oi i i(wV_ji ic r iuc 




PI 071 53000 


V VdLcl \_/U LIcL 1 U UC 


JO 


MF07473000 


'1- 1' Fnmp 
1 1 1 1 dl I Ic 


57 

■J / 


ME074 74000 


Snurpi" _ RiiKhpr 
judLci rvuuuci 


JO 


MF07679000 


Shim 


J7 


IIcU/tV jUUU 


Spring 
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ME07476000 


Threaded Rod 
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FA07680000 


Screw 
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Brewer Chamber Support Bracket 
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ME07478000 


Latch Block - LH 
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Latch Block - RH 
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Power Supply Unit 



Ref No. Part No. 

1 (a) ELOI 152000 
(b) ELOI 8 1 5000 

2 MT05220000 

3 ELOI 994000 

4 ELOI 151000 

5 ELOI 277000 

6 ELOI 995000 

7 EL02 1 7 1 000 

8 ME02I44000 



Item Description 

Solid State Relay 

Thermal Pad - Solid State Relay 

Mounting Plate 

Fuse Holder Assembly 

Fuse - 6.3A 

Fuse - 4A,Antisurge 

Fuse - I2A 

Fuse - 4A 

Transformer 
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Chippenham, Wiltshire SNI4 6NQ 
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